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Chief, Control Staff, Of® 


Qd«f, Orography Division 



fl February 1958 


Dissemination of CIA/RR-GR-12U 


1. Forwarded herewith ere U7 copies of CIA/fel-CR-l^ 
which are to he disseminated as indl osted on the attached Dis- 
tribution Hat, Also forwarded Is the Hectograph Heater of the 
Transmittal Memorandum and kl copies of an enclosure statement 
to the report, the Hectograph Master Is to bo dated and signed 
fey or for the Chief, Decnsteni Division, Office of Central 
Sefersnee. 

2. It is requested that the enclosed copies of this report 
fee transmitted and that each and every copy of the report have a 
copy of the Transmittal Memoranda® and the statement that is sa 
enclosure. 
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Enclosure* 

1. CIA/RR-<H-12ii (U7) 

2* Hectograph Master of 

transmittal Memorandum 
1. Statement (kl) 
fe. Distribution list (3) 

Distribution* 

Orig. and 1 - Addressee 
1 - D/QG 
1 - Chrono 




